52       DOCKETED ITEMS

9203310287 Responds to NRC Itr re violations noted in Insp Rept 50-261/92-02.Correc-
tive actions:Adverse Condition Rept 92-009 was initiated upon discovery of concern
w/testing methodology & root cause analysis has been completed.
DIETZ C.R. Carolina Power & Light Co. 92/03/25. Document Control Branch (Docu-
ment Control Desk). 4pp. 61217:013-61217:016.

R. Periodic operating reports & related correspondence

9203020336 Forwards "HB Robinson Steam Electric Plant Unit 2 Effluent & Waste Dis-
posal Semiannual Rept.Jul -Dec 1991."

CHAMBERS.R.H. Carolina Power & Light Co. 92/02/25. Document Control Branch
(Document Control Desk). 1 p. 60838:235-60838:344.

-9203020339 "HB Robinson Steam Electric Plant Unit 2 Effluent & Waste Disposal
Semiannual Rept,Jul-Dec 1991."

*  Carolina Power & Light Co. 91/12/31. 56pp. 60838:236-60838:291.

-9203020340 Rev 7 to "HB Robinson Steam Electric Plant,Unit 2 ODCM."

*  Carolina Power & Light Co. 91 /07/30. 53pp. 60838:292-60838:344.

9203040040 Forwards fitness for duty performance data for Jul-Dec 1991.
FLOYD.S.D. Carolina Power & Light Co. 92/02/27. Document Control Branch (Docu-
ment Control Desk). 12pp. 60802:282-60802:293.

9203160250 Monthly operating rept for Feb 1992 for HB Robinson Steam Electric
Plant,Unit 2.W/920310 Itr.

GROOMS.J.,   CHAMBERS.R.H.   Carolina   Power   &   Light   Co.   92/02/29.   3pp.
60949:347-60949:349.

9203240333 Advises that there were no changes.tests or experiments made to ISFSI
during period beginning 910322,per 10CFR72.48.

CHAMBERS.R.H. Carolina Power & Light Co. 92/03/18. Region 2 (Post 820201). 1p.
61094:346-61094:346.

S. Reportable occurrences, LERs & related correspondence

9203230250 LER 92-003-00:on 920226,emergency diesel generator A room fire door
mfg by Richards-Wilcox declared inoperable due to lack of rear binder.Caused by in-
stallation deficiency.Rear binder installed via plant mod.W/920320 Itr.
BAUR.D.H,, CHAMBERS.R.H. Carolina Power & Light Co. 92/03/20. 4pp. 61120:177-
61120:180.

9203230271 LER 92-004-00:on 870405,fire water preaction sys & fire hose stations de-

------J------------------................------3changere-

4pp.
61120:190-61120:193.

Y. Dry Cask Independent Spent Fuel Storage Installations

9203250363 Discusses ISFSI SAR due on 920323,per 10CFR72.70.Procedures in place
to identify changes to SAR as generated.Licensee will continue to provide
submittals.per 10CFR72.7Q on annual basis.

VAUGHN.G.E. Carolina Power & Light Co. 92/03/19. Office of Nuclear Material Safety
& Safeguards. 1 p. 61163:167-61163:167.

DOCKET 50-262 BRIGHAM YOUNG UNIV. RESEARCH REACTOR

P. Operating license stage documents & correspondence

9203170230 Submits listed info in response to questions received from NRC dtd
910109.Advises that statistical repts will be prepared & maintained for NRC review.
ANDERSON.D.F. Brigham Young Univ., Provo, UT. 92/03/09. ADAMS.A. Non-Power
Reactors, Decommissioning & Environmental Proj. Dir. (Post 901216). 35pp.
60985:224-60985:258.

DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT

F. Security, medical, emergency & fire protection plans

9203030328 Advises that 920220 Change 1 to Rev 36 to Security Plan consistent w/
provisions of 10CFR50.54(p) & acceptable.

GREGER.LR. Region 3 (Post 820201). 92/02/25. PARKER.T.M. Northern States
Power Co, 2pp. 60802:157-60802:158.

9203160084 Forwards rev 6 to Monticelto Safeguards Contingency Plan. Rev withheld.
PARKER.T.M; Northern States Power Co. 92/03/10. Document Control Branch (Doc-
ument Control Desk). 1p, 60946:086-60946:086.

I. Financial Information

9203110152 "Northern States Power Co 1991 Annual Rept." W/920304 Itr.
WINSTON.H.M. Northern States Power Co. 91/12/31. 53pp. 60896:327-60897:018.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York. Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTlOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203050058 Forwards "Effluent & Waste Disposal Semiannual Report for Jul-Dec 1991"
& Rev 8 to Section 4.0 of PCP manual, "Dewatering of Resin & Other Filter Media."
FEY.F.L. Northern States Power Co. 92/02/26. Document Control Branch (Document
Control Desk). 1p. 60852:179-60852:202.

-9203050066 Rev 8 to Section 4.0 of PCP Manual, "Dewatering of Resin & Other Filter
Media."

*  Northern States Power Co. 91/08/02. 8pp. 60852:195-60852:202.

9203090231 Forwards Rev 0 to NSPNAD-92003, "Individual Plant Exam (IPE)." IPE is
full scope probabilistic risk assessment consisting of two major parts.Levels I & II.IPE
submitted, per Generic Ltr 88-20.

PARKER.T.M. Northern States Power Co. 92/02/27. Document Control Branch (Doc-
ument Control Desk). 2pp. 60901:022-60902:212.

-9203090234 "Indvidual Plant Exam."

*  Northern States Power Co. NSPNAD-92003 ROO. 92/02/29. 150pp. 60901:024-
60902:212.

9203050163 Advises that based on info provided in 901213 & 910408 responses to ge-
neric Itr 89-lO,suppl 3,no immediate concerns exist re capability of MOVs within scope
of suppi 3 to perform design basis function.

LONG.W.O. Project Directorate 111-1. 92/02/28. PARKER.T.M. Northern States Power
Co. 3pp. 60808:138-60808:140.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York. Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,lOCFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203130214 Ack receipt of 920129 & 920206 Itrs in response to Generic Ltr 91-11.Re-
sponse meets requirements of 10CFR50.54(f) & acceptable.

LONG.W.O. Project Directorate 111-1. 92/03/06. PARKER.T.M. Northern States Power
Co. 2pp. 60909:349-60909:350.

9203180139 Comment on proposed rule 10CFR51 re environ review of applications to
renew operating licenses for nuclear plants. Licensee endorses NUMARC comments.
PARKER.T.M. Northern States Power Co. 92/03/12. Docketing & Services Branch.
23pp. 60936:161-60936:183.

Q. Inspection reports, IE Bulletins & correspondence

9203060259 Responds to NRC 901206 Itr re violations noted in insp rept 50-263/90-
019,50-282/90-023 & 50-306/90-019.Corrective actions:inventory of container to iden-
tify any missing safeguards matl was done.

ELIASON.LR. Northern States Power Co. 91/01/31. Document Control Branch (Doc-
ument Control Desk). 3pp. 60858:153-60858:155.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York. Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016. "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017. "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9203030134 Concludes that initial SALP insp rept 50-263/91-01 should be considered
final.

DAVIS.A.B. Region 3 (Post 820201). 92/02/26. ELIASON.LR. Northern States Power
Co. 4pp. 60754:021-60754:031.

9203030216 Forwards safety insp rept 50-263/92-02 on 920122-0221 .No violations
noted.

SHAFER.W.D. Region 3 (Post 820201). 92/02/27. ELIASON.LR. Northern States
Power Co. 2pp. 60755:035-60755:052.

-9203030219 Insp rept 50-263/92-02 on 920122-0221 .No violations noted. Major areas
inspectedioperational safety,onsite followup, maint & surveillance,engineering & tech-
nical support, previously identified items & LER followup.
DEFAYETTE.R.W. Region 3 (Post 820201). 92/02/26. 16pp. 60755:037-60755:052.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.rept 50-261/92-04 on 920210-14.Violations noted reflect de-
